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For use of this form, see AR 340-15; the proponent agBncy Is TAGO. 


REFERENCE OR OFFICE SYMBOL I SUBJECT 


IASP 


to LTC Robert Jachim 


Purchase of Training Equipment 


from Cmd Psychologist date 13 June 1983 

. LTC Hartzell/cc/5126 


1. Request the following biofeedback equirament be purchased for use in training in pilot 
testing: 


Quantity 


EEG Feedback Units and Accessories 


Order 

No. 


GSA 

Prices 


2-10 (M) Autoaen 120a Encephalograph Analyzer 


A120 2,309.20ea 


EMG Feedback Units and Accessories 


2-10 (M) Autogen 1700 Myograph Analyzer (includes two 

standard EMG electrode assemblies) 


A1700 2,070.00ea 


Feedback Dermograph Units and Accessories 


2-10 (M) Autogen 3400 Feedback Dermograph (includes both 

standard and optional dermograph 
electrodes) 


A3400 1 , 688 . 20ea 


Feedback Thermometer Units and Accessories 


2-10 (M) Autogen 2000b Feedback Thermometer with 

research grade thermistors 


A2000r l,780.20ea 


Digital Data Acquisition Systems 


2-10 (M) Autogen 5800 Multi-Channel Data Acquisition Center A5800 4,071.00ea 


2-10 (M) Autogen P5000 Alpha/Numeric Digital Printer 

(for use with A5500/A5800) 


P5000 


887.80ea 


2-10 (M) Autogen 19000 Analog Isolation Modules (One required 

for each channel of A5500/A5800 for 
artifact rejection). 


19000 


266.80ea 


General Accessories 


2-11 (M) Stereo Headphones 


27.60ea 


2-11 (M) High Efficiency Speaker/Custom Cable 


27.60ea 


GSA approved number - V797P2342B 
Autogenic Systems , Inc . 

809 Alls ton Way 
Berkeley, CA 94710 
(415) 548-6056 


SUBTOTAL $26,468.40 


(? 4^^ku 


JRICHARD E. HARDSELL 
LTC MSC 

Command Psychologist 
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